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Office Memorandum • united states government 

TO : SCO , c 3 date: 5 Sepfcffliber 1958 

from : Operations Division, Medical Staff 

SUBJECT: Itoxio £• QTOBUOO (p) 

Subject baa been, evaluated tgr the Medical Staff and found 
physically qualified for ; 
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SECRET 


DECLASS IF I EO AMO RELEASED BY 
CENTRAL INTELLI6EMCE A6ENCY 
SOURCES METHODS EXEMPT! OH 3B2B 
NAZI WAR CRIMES 01 S CLOSURE ACT 
BATE 2006 


